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WAHUING, Electrical repair* fthOiAj 

o«ly b* attempted by tr»ed 
ropi^moa Contact tno noarott Polar 
Cj&Ic Sorvlto Cont»r Of othor 
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No. Part Ho. ggmjjgjon 

I £80734" ARMATURE. lXrV h 332T3 h 333 A 334 T4 4 TS, 

INCL REF 91 
B792S1" ARMATURE. 1WV t 

333 T2 AFTER SiT4 DOS 173. 334 T2, D*CL REF, 91 
fi792*fi ARMATURE. 12BVT1. 333 T2 BEFORE S*J0BB1B0. 

MCt: REF. 91 
ARMATURE. 220V. 230V 
ARMATURE FAN 

FIELD -120V, 332 T3 
FIELD - 120V. 333 & 33-1 TS 
FIELD * 120V ALL T4 
FIELD * 120V Tl T2 
FIELD ■ 230V 

mff TTlrV 

BRUSH 

BRUSH «3i,D£R 

SWITCH * 120V. 332 T3. 333 A 334 TS 
SWITCH - 120V. 332 T1 & T2 333 T1 THRU T< 

334 T1 THRU T4 

SWITCH t 220V. 230V 
CORD 120V 
CORD. 22W 2XN 
BEARING 
BEARING 
G5G214 3EARING 
B781DB BELT 

67HSB4" PULLEY, ALL EXCEPT T1 
B12U1D HOUSING SET. 332 T3 333 TS + 334 TB 
900735 HOUS4NG SET 332. 334\ 220V. 11581 -230V 
912012 COVER SET 332 T3 
9X741 COVER SET. 332 T1 1 12 
012013 VACUUM COVER SET. 333 & 334 TS 
&GT44 VACIAJV COVER SET 333 & 334 T1 THRU T4 
13002 PSA PAD 332 T2 1 T3 YiTTHOUT HfXES 
13000 PSA PAD 120V332 Tl, 220V 332 T2WrrHOUT >+<X£S 
13904 HOOK & LOOP PAD. 333 120V WITH SHCtES 
13008 HOOK SLOOP PAD. 333. 230V WITH 3 HOLES 
I Mfll P&APAO. 334 WITH HOLES 



Rot. 

NO. Part No . QOMrtoBOfl 

91 



913324 



■;:o-'" 



MM" 



B722SB 



979253 
379243 



377532 



3024?6 

9?G8s; 

7 



979678 



575322* 
97 

975521 

: ■ >: r 1 



970105 



*T33S4 

? 993 35 

AD4323 

17341 

979255 



CCHWTLRWUQHI.FAN. 3a? T2 A T3 + 
333T2AFTERSINOBS170T4&T5 334 T2 THRU TS 
COUNTER WE KSHTiFAN & COUPLE KJT. ALL T1. 
333 T2 BEFORE S*J0B8190 
5CREY* 
SCREW 
A'AE^ER 
I* AD SUPPORT 
5 HAP RDHQ 

D-RINQ. 332 T1 & T2 333 T1 THRU T4 

934 T1 THRU T4 

WASHER 

RUBBER FVLO 

r<WJ WASHER 

SCREVf 

ADAPTER. JU 334 
D-RINQ. 333. 314 

ZhEZ* VALVE EARLY UVTSOM.Y. 333 134 
BUST CWTAiNER 333. 334 

FiUT • CANNOT FURNISH, EARLY 333 & 334 ONLY 
' Rl?^ . 

hp.a *j : v= l i e : 
poaw washer 

SPACER 

SNAP RING 

_ ti THREAE SCREW 

FOAM BAFFLE, 333 & 334 T2 THRU TB 

EEHIMAL BLOCK. 230V ONLY 

CAPAClTCtt 230V ONLY 

DUST COLLECTOR ASSY, 333. 334 

NCL. REF. 11V 112, 113, 114 
_A^i\ll NG :^3E & l?A 

CARRYING CASE- 332 

CGWERSION WT. 332 TYPE 1 TO TYPE i 



SEE SERVICE NOTES 

VJTE rvj TY £ E iVEPE 5UIU 



PART NO 9 132 70 - 12 QM4 
Copynghra 2004 Parkr-Cab'* CarpcraUon 
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SERVICE NOTES 



332 
333 

334 

PAD SCREWS (Raf, 100): 

.' : t un pad iciwi 2£ to Id inch pounds . 

NUT (Rof. 115): 

Corly 333 And 334 dust colloctoro uaod two nut* to ••euro tho chock valve |Jtaf. 113), to thm adopter (ftef. 
111). 

On later unlta, the ends of the two chock valve minting pins lin tho edopterl, ere deforced to retain the 
valve. Thin configuration ellov* not* efficient duat pick-up. 

ARMATURE , CQOWTtMaiGHT/FAU - TYPES 2, 4, & S <Rof s. 1 * 91) : 

Ihm 4rn4tur« auenbly anat ho corroctly Aligned with tho counterweight /fen during installation* ?h» 
huevieat section of tho count o r vo i oht / f en |A| Fig.l, mat c« oriented 140* ev«y from tho bolancine Height |b| 
Fig. U on tho 4ifi4tui* 




FIG. I 



PULLEY (Ref . 37B> : 



LI -i 



■ pulloy* Typo 2 unit 



riie«d" pulloy that does not rotete. 



Typo 1 Model 332'* con be converted to tho typo 2 pad rotation control by installing Conversion Kit 619*11:$. 
Conversion Kit for tthlel 333*s is no longer available. 



VALVE {333 I 334) - REg. 113 



PL United nuncor of unit* vera produced without Check Volvo Kef. 113 during ioto 2001 end oarly 2002. It 

*ao thought that dust pick-up va* inproved sithout tho Chock Volvo but fiold feed*back indicated that u»ri 
objected to dust coning out of tho Dust Collector vhon tho tool voa not in u». tho Chock Valva has bean bock 
to tho Node I ■ 333 and 334. When oorvlclng tool* thot do not havo tho Chock Valvo It io recomended a Chock Valva be 

I a atal 1 od 



